BILL NO. S-71-09- 2 “*~ 


SPECIAL ORDINANCE NO. S- T<T3 7/ ; ■ 

AN ORDINANCE approving Change Order No. 1 with. 
EARTH. CONSTRUCTION & ENGINEERING, INC. in 
connection with Sewer Resolution No. 207-1970, 
Elimination of Decatur Road. Lift Station. 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 

INDIANA; 

SECTION 1. That Change Order No. 1, with EARTH 
CONSTRUCTION & ENGINEERING, INC., in connection with Sewer Reso 
lution No. 207-19 70,. to lower the local and building sewer in 
order to reconnect with the old Eaveys Building, and widening 
street cut, for a total cost of $6,067.50, is hereby in all 
things ratified, confirmed and approved. 

SECTION 2 This Ordinance shall be in full force and 
effect from and after its passage and approval by. the. Mayor. 
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Prefer toft by ms £p; the Mayor of the City of Fort Wayne, Indiana, on the /J . day 

V' ■££ £ 

cf ' 19 7 L at the hour of , ,£L£fl o'clock _£MS.T, 


Approved and signed by me this 
at the hour o£ /Z ! / 0 o'clock 
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City Clerk 




_ s 19 , 



Mayor 


Bill No. S-71-09-22 


REPORT OF THE COMMITTEE ON PUBLIC WORKS 

We 3 your Committee on Public Works to whom was referred an Ordinance 

approving Change Order No. 1 with EARTH _CQNS.TBUC.T ION _& .ENGINEERING . INC ?... in 

connection with Sewer Reap - ! nt.ion Nn . 207-1970, Elimination of Decatur Hoad Lift 
fitati on , i — , 


have had said Ordinance under consideration and beg leave to report back to the Common 
Council that said Ordinance PASS. 

i 


JOHN NTTCKOIS, CHAIRMAN 

DELTA AWN FAYj Vi ce-Ohai ripen. 





gfffljnr pmmqor, 

EDWIN .T- •ROTTSSEATT 
_ WILLIAM— IL. — GEA-KE— 



CONCURRED IN 

PAT E — FUAD G. BONAHOOM, CITY CLERK 


